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for the Dlfeafes that arc- called Nervous, I muft leave 
them to the learned Gentlemen- of the Faculty, 

In this Ivory Tube may be fixed a Brafs Cock 
iFtjr. 12.], which, being turned, will hinder the rufh- 
ing in of the Air, while the Perfon who fucks, takes 
Breath, and can renew his Su&ion. 

The flexible filver Tube, for inje&ing the Eufiachian 
Tube, may be ufed without the Sheep's Ureter, by being 
fcrewed on to a fmall filver Syringe, as at Fig* 1 3 . 



XXVIII- Fart of a Letter from Mr. Stephen 
Fuller, Fellow of Trinity College, Cam- 
bridge, to his Father John Fuller, Efq$ 
fenior, F. R. S. concerning a violent Hur- 
ricane in Huntingtonfliire, Sept. 8. 174 1. 
Communicated by Sir Hans Sloane, Bar*, 
late Pr. R. S. 

Cambridge \ Sept. 9. 1741 

YEfterday was the moft violent Hurricane of 
Wind in thefe Parts, that ever was known fmce 
the Memory of Man. Cambridge \i as not in the 
midft of the Hurricane, fo that it has efcaped very 
well. I happened to be paying a Vifit to Dr. Knight, 
a Cotemporary of yours, of our College, who lives 
at Blunt foam in Huntingtonjhire, about 10 Miles 
North- weft of Cambridge. We were in the midft of 
the Hurricane ; but, by getting into the ftrongeft Part 
of the Houfe, we efcaped without any great Danger. 
The Morning, till half an Hour after Eleven, Was ftill, 
with very hard Showers of Rain ; At half an Hour 
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after Eleven it began to clear up in the South, with 
a brisk Air, fo that we expe&ed a fine Afternoon : 
The South-weft cleared up too, and the Sun fhining 
warm drew us out into the Garden. We had 
not been out above i o Minutes, before we faw 
the Storm coming from the South-weft : It feemed 
not to be 30 Yards high from the Ground, bringing 
along with it a Mift, which rolled along with fuch 
incredible Swiftnefs, that as near as we could guefs, 
it ran a Mile and an half in half a Minute: It began 
exa&ly at 12 o'Clock, and lafied about 13 Minutes, 
Eight Minutes in full Violence: It prefently unhealed 
th< Houfe we were in, and fome of the Tiles, falling 
d' ' n to Windward, were blown in at the Safhes, and 
1 .»r.nft the W^iufcot on the other Side of the Room ; 
thz broken Glafs was blown all the Room over, the 
Chimneys all efcaped 5 but the Statues, which where 
on the Top of the Houfe, and the Baluftrades from 
one End to the other, were ail blown down. The 
Stabling was all blown down, except Two little Stalls, 
where, by the greateft Fortune in the World, flood 
my Horfe and the Doctor's. All the Barns in the 
Parifh, except thofe that were full of Corn quite up 
to the Top, were blown flat upon the Ground, to the 
Number 'of about 60. The Dweliing-houfes efcaped 
o a Miracle; there were not above a Dozen blown 
down our of near 100. The Alehoufe was levelled 
with the Ground, but by good Luck not a Soul in 
if. If the Storm had iafted Five Minutes longer, 
almoft every Houfe in the Town muft have been 
down $ for they were all, in a manner, rocked quite 
off from their Underpinnings. The People all left 
their Houfe s, and carried their Children out to the 
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Windward Side, and laid them down upon the 
Ground, and laid themfelves down by them $ and by 
that means all efcaped, but one poor Miller, who 
went into his Mill to fecure it againft the Storm, and 
was blown over, and cruftied to Death betwixt the 
Stones and one of the large Beams : I faw him taken 
out. All the Mills in the Country are blown down ; 
I do not hear of any more bodily Mifchief 5 only one 
Miiler at WUUngham r fo much bruifed, that they 
hardJy expert his Life. Hay-ftacks and Corn-ftacks 
are fome quite blown away, fome into the next Cor- 
ner of the Field. The poor Pigeons, that were 
catched in it, were blown down upon the Ground* 
and dafhed to Pieces $ one of which I found, myfelf, 
above half a Mile from either Houfe or Hedge* 
Where-ever it met with any boarded Houfcs, it 
feemed to exert more than ordinary Violence upon 
them, and fcattered the Wrecks of them for above 
a quarter of a Mile to the North eaft, in a Line : I 
followed one of thefe Wrecks myfelf 5 and, about 150 
Yards from the Building, I found a Piece of a Rafter, 
about Feet long, and about Six Inches by Four, 
ftuck upright Two Feet deep in the Ground ,* and at 
the Diftance of 400 Paces of my Horfe, from the fame 
Building, was an Inch Board, Nine Inches broad, 14 
Feet long: I am convinced, that thefe Boards were 
carried up into the Air 5 for I faw fome, that were 
carried over a Pond above 3 o Yards 5 and I faw a Row 
of Pales, as much as Two Men could lift, carried Two 
Rods from their Places, and fct upright againft an 
Apple-tree. Pales, in general, were all blown down, 
fome Pofts broke offlhort by the Ground, others torn 
up by the Stumps, The whole Air was full of Straw : 
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Gravel- fioncs, as big as the Top of my little Finger, 
were blown off the Ground in at the Windows ; and 
the very Grafs was blown quite flat upon the Ground. 
After the Storm was over, we went out into the Town, 
and fuch a miferable Sight I never law: The Havock 
I have defcribed 5 the Women and Children crying, 
the Farmers all dejected ; fome bleffing God for the 
Narrownefs of their Efcape, others wondering how 
fo much Mifchief could be done with one Blaft of 
Wind, which hardly lafted long enough for People to 
get out of their Houfes. I talked to Two People, that 
were out in it all the Time, who faid, that they heard 
it coming about half a Minute before they law it 5 
and that it made a Noife fomcthing refembling 
Thunder, more continued, and continually increailng. 
I faw a Man in the Afternoon, who came from St. 
Ives, who fays, the Spire of the Steple, which is one 
of the fineft in England^ is blown down, as is the 
Spire of Hemmingford, the Towns having received 
as much Damage as Bluntfham. There was neither 
Thunder nor Lightning with it, as there was at Cam- 
bridge* where it lafted above half an Hour, and con- 
iequently was not fo violent. Some few Booths in 
Star bridge fair were blown down. The Courle of 
the Storm was from Huntington to St. Ives, Erith, 
between Wisbich and *Downham to Lynn* and fo on 
to Suetfbam : We have heard nothing of it farther to 
the South-weft than Huntington, nor farther North- 
eaft than Downham. Very few Trees efeaped : The 
Barns that flood the Storm, had all their Roofs more 
damaged to the Leeward Side than to the Windward. 
We are in great Hopes the Storm was not general 5 I 
am apt to think it was much fuch a Storm as ran 
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through Sujfex about 10 Years ago. The Storm was 
fucceeded by a profound Calm, which lafted about an 
Hour 5 after which the Wind continued pretty high, 
till 10 o'CIock at Night. 

To Sir Hans Sloane, Bar*- &c. 

Honoured S I R, Rofehill, Sept. 13. 1741. 

HP HE above* written is Part of a Letter from my 
-"- Son Stephen Fuller, Fellow of Trinity College 
in Cambridge ? which is fo particular an Account of 
a terrible Storm on Tuefday laft, in Huntington- 
fhire, in which he was prefent, as may deferve to be 
communicated to the Royal Society, if you think 
fit. I am 

Tour mojl dutiful Son, 

and humble Servant, 

J. Fuller. 



XXIX. Extrafi of Letters from Mr. T.Symp- 
fori, to Brown Willis, £/% Member of the 
Society of Antiquaries, and to James Weft, 
Efq> Member of the Same, and Treaf. R. S. 
by the Publifher, concerning the Remains of 
a Roman Hypocauftum or Sweating- 
Room, difcovered under-ground at Lin- 
coln, Anno 17 3 p. 

MR, Chanter having fet fome Labourers to 
dig a Cellar in an Outhoufe (belonging to his 
Manlion) fronting the Weft End of the Minfler } and 
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